100,h  Anniversary 
1895-1995 

Trinity  Evangelical  Congregational  Church 
Terre  Hill,  Pa. 

Ground  breaking  for  the  new  church  occurred  on 
October  17,  1894.  Cost  of  construction  for  the  church 
was  $7,000.  It  was  proudly  dedicated  debt  free  by 
Bishop  R.  Dubbs  on  August  4,  1895. 
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